Subject: Re: Mesa and 6th Street 
From: Lorena Parker 
Date: 10/27/2015 04:34 PM 
To: Nicole Wells 

CC: Michael Dinh <michael.dinh@lacity.org>, Vahan Pezeshkian <vahan.pezeshkian@lacity.org>, Rene Sagles 
<rene.sagles@lacity.org>, Crystal Killian <crystal.killian@lacity.org>, Amy Gebert <amy.gebert@lacity.org>, jacob haik 
<jacob.haik@lacity.org>, Ana Dragin <ana.dragin@lacity.org>, Elise Swanson <eswanson@sanpedrochamber.com> 

Good afternoon all, 

The problem has been resolved. We had initially turned off the outlets when the complaints started coming in to our office. I 
went out and turned off the outlets. Then at some point DOT went out there and changed the light bulbs (to LED) and the 
photo cell (instead of a timer) and the power got turned back on again. 

We went out today and turned them off again. Our intention is to keep the outlets turned off, except when we need to turn 
them on for 1st and 3rd Thursday. 

I hope this solves the confusion. Please feel free to contact me if anyone has further questions. 

Best regards, 

Lorena Parker 
Executive Director 

San Pedro Historic Waterfront 
Business Improvement District 

390 W. 7th Street | San Pedro, CA 90731 

T 31 0.832.21 83 | F 31 0.832.0685 
Lparker@sanpedrobid.com 

www.sanpedrobid.com 

On Tue, Oct 27, 2015 at 3:56 PM, Nicole Wells < nicole.wells@lacity.org > wrote: 

Hello, 

I appreciate the updated information. 

Who is responsible for putting on a new lock? DOT, PBID or the Chamber? Is there a way to secure it in the mean time? 
Please advise. 


Nicole Wells | Manager of City Services | Councilman Joe Buscaino | 15th Council District I City of Los Angeles | 31 0.732.451 5 

On Tue, Oct 27, 2015 at 3:47 PM, Michael Dinh < michael.dinh@lacitv.ora > wrote: 

Good afternoon all, 

visited Lot today, made contact with local business owner whom had made the original complaint, 

There are 8 electrical outlets along the brick wall @ Plaza, facing 6th St, am told they are there for electrical usage such 
as amplifier, mixer, 

lights, etc... for Community events such as Music night, Xmas, etc.... organized by Chamber of Commerce, see attached 
pictures. 

Locks looks to be intact, but outlets are not locked, am told Chamber of Commerce have misplaced the keys. 

BID does not have keys either. They are requesting new keys to lock these outlets unless used for Community events. 

At the present time, homeless people are using the exposed outlets to power their radios, lights, phone. Am looking for 
spare keys to provide 
Chamber of Commerce, 

thanx, 

On Mon, Oct 26, 201 5 at 2:1 4 PM, Vahan Pezeshkian < vahan.pezeshkian@lacitv.ora > wrote: 

Hi Nicole, 


Lot 735 at 6th and Mesa belongs to DOT and we will address the exposed outlets issue. 


Michael, 


Please inspect Lot 735 to investigate and propose remedy. 
Thank you, 


LKXST 


Vahan Pezeshkian, P 


Parking Facilities Division | Transportation Engineer 
Los Angeles Department of Transportation 
Tel.: 213.972.4924 


On Mon, Oct 26, 2015 at 1 :20 PM, Crystal Killian < crystal.killian@lacity.org > wrote: 

Nicole, 

I forwarded this to our off street parking group for their response. 

Forwarded message 

From: Nicole Wells <nicole.wells@lacitv.ora > 

Date: Mon, Oct 26, 201 5 at 1 1 :26 AM 
Subject: Mesa and 6th Street 

To: Crystal Killian <crystal.killian@lacity.org >. Christopher Rider < christopher.rider@lacity.org >. Jennifer Cohen 
<iennifer.cohen@lacitv.ora >. San Pedro Historic Waterfront PBID < lparker@sanpedrobid.com >. Rodolfo Esqueda 
<rodolfo.esqueda@lacity.org > 

Cc: jacob haik < iacob.haik@lacitv.ora >. Ana Dragin < ana.draain@lacitv.ora >. Ryan Ferguson 
<ryan.ferguson@lacity.org > 


Good morning, 

There are exposed outlets at the City parking lot at Mesa and 6th Street. 
LADOT, PBID and GSD are on this e-mail thread. 

Who is the appropriate entity to have those outlets locked? 


Thank you, 

Nicole Wells! Manager of City 

Noel. 310.547.1801 
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